CAN'T FIND WHAT YOU'RE LOOKING FOR? 


Email your enquiries to theteam@highgateair.com.au - we are here to help you! 


UVRES 


Visit www.highgateair.com.au for the latest and most complete list of Louvres. 
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LOUVRES 


Highgate has you covered. 


4, a LOUVRES 


Vy Louvres 


| 561 - 563 
WY; Flexible Tubing = 


veer 


LD © 2015 Highgate Industries Wholesale Pty Ltd | All rights reserve 
E 


CALL NOW ON 
560 1800 15 15 15 


LOUVRES 


Louvres 


ROUND, EYE-BALL BLACK ROUND, BLACK, 92MM DIA. ROUND, BLACK, 100MM DIA. 
70MM O.D TAKES 2” TUBING RD-5-5223-1P TAKES 2.5” TUBING 


LO-25090 LO-25091 LO-25092 


RECTANGULAR, BLACK, RECTANGULAR, BLACK, RECTANGULAR, BLACK, 
113 X 65MM TAKES 2.25” DUCT 114 X 70MM TAKES 2.5” DUCT 125 X 39MM 


LO-25101 LO-25105 LO-25130 


RECTANGULAR, BLACK, RECTANGULAR, BLACK, RECTANGULAR, BLACK, 
138 X 55MM 153 X 48 MM 195 X 83 MM KYSOR 


LO-25145 LO-25164 LO-25169 


Product details are subject to change without notice. | Errors and omissions excepted. 
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LOUVRES 


Louvres 


RECTANGULAR RECTANGULAR, BLACK, ROUND, BLACK/CHROME, 
260 X 110 MM 251 X 38MM 75MM 3.0 DIA, 
TWIN LOUVRE ASSY RED DOT 72R3000 TAKES 2.5” TUBING 


LO-25170 LO-25175 


LO-25300 


ROUND, CHROME, EYEBALL 
69MM 2.7 DIA, 
TAKES 2.5” TUBING 


LO-25350 LO-25375 LO-98800 


ROUND, BLACK,EYEBALL NOZZLE OUTLET DUCT, 
69MM (2.7”) DIA, TAKES 2.5” TUBING 


SUITS EVAPORATOR ROUND, RED DOT R6000/R9727 RECTANGULAR, RED DOT R9715 
EV-11282, EV-12113 OE: 5-3846-0; 72R3200 195 X 83MM OE: RD-4-3400 


LOS-11282 LOS-98613 LOS-98618 
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LOUVRES 


Louvres | Tubing 


ROUND, 107.5MM JET VENT ROUND, AURORA, BLACK, ADAPTOR, AIR DUCT, 62MM 
FIXED VANES, SPAL 100MM 334-220-0030 FOR LO-25105 AND LO-25110 


LOS-98680 LOS-98701 LS-55130 


FLEXIBLE TUBING 


PART N° DESCRIPTION 


TU-54048 TUBING, FLEXIBLE AIR DUCT, 48 mm 2.0 ID, BULK, PVC COATED, NYLON SPINE 


TU-54057 TUBING, FLEXIBLE AIR DUCT, 57 mm 2.25ID, BULK, PVC COATED, NYLON SPINE 


TU-54062 TUBING, FLEXIBLE AIR DUCT, 62mm 2.5 ID, BULK, PVC COATED, NYLON SPINE 


TU-54075 TUBING, FLEXIBLE AIR DUCT, 75mm 3.0 ID, BULK, PVC COATED, NYLON SPINE Do 
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